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"ANNEXURE S7" 


AMATHOLE DISTRICT MUNICIPALITY: FIRE SAFETY BY-LAW 
OFFENCES AND FINES 


By-law published in extraordinary Provincial Gazette number 2378 dated 9 June 2010 


Section contravened 

Description of Offence 

Approved Fine 

6(1) 

Owner failing to notify evidence of a fire hazard. 

R 1 000 

6(2) 

Owner failing to provide all details pertaining to the incident. 

R500 

10(3)(a)-(f) 

Failing to comply with an instruction given by a member of the force 

R 1 000 

11(1) 

Pretending to be a member 

R 1 000 

11(2) 

Unauthorised wearing of a uniform 

R 1 000 

14(1) 

Driving a service vehicle without license 

R500 

14(2) 

Driving a service vehicle in disregard of the National Road Traffic Act. 

R500 

16(2) 

Faiiing to comply with a notice of compliance 

No fine 

17(1) 

Interference with or obstruction of the chief fire officer in execution of duties 

No fine 

18(1) 

Furnishing of faise information 

No fine 

25(1 )(a) 

Faiiure to ensure that the buiiding is designed and constructed in a manner that 
provides for the effective drainage of any water that may resuit from fire extinguishing 
activities; and the discharge of such water directly into a storm water drain 

R 1 000 

25(1 )(b) 

1 aiiui 7 lu 71 loui 7 11 lai ii uuiiuii lo i^u ai i\j uui loii ii i a i i lai ii ici ii lai 

prevents water from draining, down any stairway or iift shaft, down any eiectricai shaft 

R 1 000 

25(1 )(c) 

Faiiure to ensure that the buiiding is designed and constructed in a manner water 
resuiting from fire-extinguishing activities is discharged directly into a storm water drain 

R 1 500 

25(1 )(c) 

Faiiure to ensure that the buiiding is designed and constructed in a manner that 
complies with the requirements of SANS 0400 

R 1 000 

25(2)(a) 

Faiiure to ensure that the transformer room is situated on the ground ievei 

R 1 000 

25(2)(b) 

Faiiure to ensure that access to the transformer room is from outside the building 

R 1 000 

25(2)(c) 

Failure to ensure that there is adequate and ready access to the transformer room for 
fire-fightinq and maintenance activities. 

R 1 000 

26(1)(a)(b) 

Failure to ensure that the building is designed and constructed in accordance with the 
instructions of the department of water affairs and forestry, and the municipality 

R 1 500 

27(1)(a)-(g) 

1 aiiui 7 lu 71 loui 7 11 lai oii uuiui ai i\j oii^o iir\^ aii i oiiu, aii lui 11, aii ii ai iiv^ <ii ui i\jvv^i, 

tower for telecommunications, tent, or open-plan for commercial or industrial premises. 

R 2 000 

27(2)(a) 

Failure to ensure that the designs or construction aircraft hanger or helicopter pad 
complies with a rational design as contemplated by the national building regulations 

R 1 000 

27(2)(b) 

1 aiiui ^ lu loui o 11 lai ii lo ui oui loii ul/Uui i aii L/i ai i i lai ui i pau 

provides for the effective drainage of any liquid from the floor of the hanger or 

R 1 000 

27(2)(c) 

Failure to ensure that the designs or construction aircraft hanger or helicopter pad 
provides for the effective channeling of any liquid from the floor of the hanger or 
helicopter pad to a drainage area connected to a separator well 

R 1 000 

27(2)(d) 

Failure to ensure that the designs or construction aircraft hanger or helicopter pad 
prevents the spread of any liquid from the floor of the hanger or helicopter pad 

R 1 000 

27(2)(e) 

Failure to ensure that the designs or construction aircraft hanger or helicopter pad is 
equipped with effective earthing devices for the discharge of statio electricity. 

R 1 000 

28(1) 

Failure to ensure that the building is equipped with sprinkler system 

R 1 500 

28(2) 

Failure to ensure that the sprinkler system is constructed and installed in accordance 
with SANS 0287; and in compliance with the requirements of SANS 0400 insofar as it 
relates to fire protection 

R 2 000 

29(1 )(a) 

1 aiiii lu loui ^ 11 lai ai 1 ^au av^iui lai i oyoioi 11 lo L/L/i loii ai i\j ii loiaii^u ii i a 

manner that provides for clearly demarcated, adequate and easy access for inspection, 

R500 

29(1 )(b) 

Failure to ensure that the conduit and outlet of an extractor fan system is installed in a 
manner that does not result in a fire hazard to any person or property. 

R500 

29(2) 

1 aiiii lu 71 loui 7 11 lai y iiiid , uai i i|J 7 i, ol/I i ui uui i\juii io i ^^uiai ly ii lopcv^icu, 

cleaned and maintained to ensure that fatty residues or any other combustible residues 

R500 

30(1 )(a) 

Failing to ensure that escape doors are fitted with hinges that open in the direction of 
escape 

R500 

30(1 )(b) 

Failing to ensure that any escape door is equipped with a fail-safe locking device or 
devices that do not require a key in order to exit. 

R500 

30(2)(a) 

Failing to ensure that doors in a feeder route are a double swing-type door 

R500 

30(2)(b) 

Failing to ensure that no door is equipped with locking mechanism in a feeder route 

R500 
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30(3) 

Failing to provide an alternative means of escape approved by the chief fire officer if it 
is necessary to lock the door in the feeder route for security reasons 

R 1 000 

30(4) 

Obstructing or allowing the obstruction of any escape route from any premises 

R500 

30(5) 

Failure to indicate the escape route by a signage when required to do so. 

R500 

31(1) 

integrity, insulation and stability for the time period required for that particular class of 

R 1 000 

31(2) 

Keeping a fire door that is not equipped with an automatic releasing hold-open device 
open rendering a fire door and assembly less effective 

R500 

32(1 )(a) 

Failure to ensure that the premises on which the building is situated, are planned, 
designed and constructed so that at least one elevation of the building fronts onto a 
street; 

R500 

32(1 )(b) 

Failure to ensure that if the premises do not front onto a street, an access road is 
provided 

R500 

32(1 )(a) 

Failure to ensure that the premises are planned, designed and constructed so that a 
motorised or electronically operated gate is equipped in such a manner that access to 
the premises can be gained without the use of a motor or any other electronic device 

R500 

32(1 )(a) 

Failure to ensure that there is a climate-proof and weather-proof parking surface for 
parking and operating fire brigade machines and equipment in an emergency 

R500 

32(2)(a)-(c) 

Failure to ensure that the correct street number of the premises is displayed, visible and 
maintained in a legible condition at all times 

R500 

33(2) 

Obstructing or impeding access to fire-fighting equipment and installations 

R 1 500 

34(1 )(a) 

Failing to remove combustible material from a vacant building 

R 1 500 

34(1 )(b) 

Failing to barricade vacant building 

R 1 500 

36(1 )(a) 

Failing to ensure readiness for use of fire-fighting equipment in an emergency 

R 1 000 

36(1 )(b) 

Failing to service and maintain fire-extinguishers in accordance with SANS 0105 and 
1475 

R 1 000 

36(1)(c)(i)-(iii) 

Failing to keep fire-fighting equipment in working condition and inspected annually 

R 1 000 

36(2)(a)(i)-(ii) 

Failing to certify functionality of equipment and furnishing of certificate 

R500 

36(3) 

Unauthorised removal of fire-fighting equipment. 

R 1 500 

36(4) 

Damaging or altering fire-fighting equipment or installation 

R 1 500 

37(4) 

Removing, defacing or damaging a fire alarm 

R 1 000 

37(5) 

Tampering or interfering with a fire hydrant 

R 1 000 

39(1 )(a) 

Failing to prepare emergency evacuation plan 

R 1 000 

39(1 )(e) 

Failing to display emergency evacuation plan 

R500 

40(1) 

Holding a public gathering without certificate of fitness 

R 1 500 

41(1) 

Failure to submit an application form for a certificate of fitness to hold public gathering. 

R500 

44(1)(a) 

Failing to comply with conditions of certificate of fitness 

R 1 500 

44(1)(b)(i)-(ii) 

Failing to display certificate and to keep in legible condition 

R500 

44(1 )(c) 

Failure to notify the chief fire officer of the change to the trade name, activity or 
governing or similar body of any occupier of the building or structure 

R500 

44(1 )(d) 

Failure to submit an application for renewal of the certificate of fitness. 

R500 

50(1) 

Obtaining a water connection without approved fire protection plans 

No fine 

52(1) 

Making a fire that may endanger another person 

R 1 500 

52(2)(a) 

Burning combustible material without permission 

R500 

52(3) 

Failing to take reasonable steps to ensure safety of people or animals 

R 1 000 

53(1) 

Storage of combustible material in a manner to cause a fire hazard 

R 1 000 

53(2) 

Allowing accumulation of dust in quantities likely to cause fire hazard 

R 1 000 

53(3) 

Allowing sawdust to soak up flammable liquid 

R 1 000 

53(4) 

Accumulation of soot in a chimney 

R 1 000 

53(5) 

Overgrown premises 

R 1 000 

54(1)(a)-(b) 

Overloading electrical equipment or using in a manner likely to cause fire hazard 

R 1 000 

55(1) 

Using flame-emitting device in a manner likely to cause fire hazard 

R 1 000 

56(1) 

Discarding flammable substance into sewer or drain 

R 1 000 
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56(2) 

Failing to report discarding of flammable substance into drain or sewer 

R500 

57(1) 

Unauthorised filling of a balloon or device with flammable gas 

R500 

58(1) 

Failing to display ‘‘No Smoking” signs 

R500 

58(2) 

Removing a sign 

R500 

58(3) 

Lighting or smoking a cigarette where prohibited 

R500 

58(4) 

Allowing smoking where prohibited 

R500 

58(5) 

Failing to provide for safe disposal of smoking materials 

R500 

58(6) 

Discarding a burning cigarette or material in a road or public place 

R 1 000 

61(1) 

Discharging fireworks outside designated area 

R 1 000 

62(1 )-(b) 

Dealing in fireworks without license or permission of chief fire officer 

R 1 500 

64(1) 

Storage or handling of flammable substances without certificate of registration 

R 1 500 

75(2)(a) 

Dumping or spilling flammable substances in a borehole, drain or sewer 

R 1 000 

75(2)(b) 

Discarding flammable substances from premises other than by a competent person 

R 1 000 

75(2)(c) 

Bringing a fire or open flame within 5 metres of storage place 

R 1 000 

75(2)(d) 

Using a device in connection with flammable substance in basement level of a building 
while not for maintenance of the building 

R 1 000 

75(2)(e)(i) 

Filling a bus with passengers inside 

R 1 000 

75(2)(e)(ii) 

Transporting flammable substances on a bus 

R 1 000 

79(2)(f) 

Delivering, supplying or allow to be delivered or supplied, a flammable substance to the 
premises where the owner or person in charge of the premises does not have a valid 
certificate of registration 

R 2 000 

76(1) 

Handling or storing liquefied petroleum gas in quantities in excess of Schedule 2 

No fine 

77(1)(a)-(c) 

Failing to display symbolic or warning signs prominently and / or in the prescribed 
manner 

R500 

79(1)(a)-(b) 

Storage of flammable substances in a storeroom without certificate of registration or 
storeroom not compliant with by-law 

R 1 500 

90(1 )(a) 

Unauthorized entry of flammable storeroom 

R500 

90(1 )(b) 

Using storeroom for purposes other than storage of flammable substances 

R500 

90(1 )(c) 

Allowing person to work in storeroom while doors are not open 

R500 

90(1 )(d) 

Obstructing or hindering access to storeroom 

R500 

96(1) 

Failing to notify chief fire officer of installation or demolishing of facilities 

R500 

97(1)(a)-(b) 

Entering or allowing someone to enter storage tank in disregard of safety requirements 

R500 

113(1)(a)-(b) 

Transporting dangerous goods without permit or keeping permit available 

R 1 500 

120(1)(a) 

Transporting dangerous goods with unroadworthy vehicle 

No fine 

120(1)(b)(i)-(ii) 

Transporting dangerous goods without prescribed fire extinguishers 

R 1 500 

120 (3) 

Transporting dangerous goods to travel or overnight in any area specifically prohibited 

R 1 500 

121(1) 

Supplying or delivering dangerous goods in quantities in excess of Schedule 2 

R 1 500 

121(2) 

Supplying or delivering dangerous goods in contravention of certificate of registration 

R 1 500 

121(3) 

Handling container in a mannerthat could damage such container 

R 1 000 

121(4)(a)-(f) 

Delivering dangerous conditions in disregard of safety conditions 

R 1 000 

124(1)(a)-(b) 

Spraying without spraying permit or in a spraying room 

R 1 000 


I dUUIllUII lU IIIC 


TT2&TT12 

Safetv Distances 

R 1 500 


Erecting a building in disregard of safety distances 


TT3, TT5 & TT6 

Different occupancies 

R 1 500 


Owner or tenant allowing division of building without approval 






TT4 

Maximum division area 

R 1 500 


Owner exceeding maximum division area 
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TT9&TT10 

Partitions and orotection of openinqs 

R 1 500 


Inadequate fire resistance and failure to protect openings 


TT12 

Roof Assemblies and Coverinas 

R 1 500 


Allowing combustible material to be used on a roof structure without approval 


TT16toTT29 

Escaoe Routes and Exits 

R 1 500 


Allowing an escape route to be made less efficient 


TT23, TT24, &TT25 

Stairwavs 

Installing a stairway that does not comply with part M of the rules 

R 1 500 

TT29 

Markinas and Sian Postina 

R 1 500 


Failing to indicate the location of fire equipment or emergency exits with symbolic signs 


TT30 

Liahtina of Emeraencv Routes 

R 1 500 


Failing to light emergency route 


TT31 

Fire Detection and Alarm Svstem 

R 1 500 


Failing to install fire detection and alarm systems in compliance with SANS 0139 


TT33 &WW5 

Water Reticulation Svstem 

R 1 500 


Failing to install an approved water reticulation system for fire fighting 


TT34 

Hose Reels 

R 1 500 


Failing to supply hose reels 


TT35 

Hvdrants 

Failing to supply fire hydrants 

R 1 500 

TT36 

Sprinkler System 

R 1 500 


Failing to supply sprinkler system where required 


TT42 

R 1 500 

TT52 

No fine 

TT53 

No fine 

TT54 

No fine 
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